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\_ 57000 PEAK FLOW IN CHANNEL (IN C.F.S.) 


NOTE: SEE PLATE 7 FOR CHANNEL AND BRIDGE CAPACITIES. 
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LOS ANGELES COUNTY DRAINAGE AREA, CA 
BALLONA CREEK WATERSHED 


STANDARD PROJECT FLOOD 
PEAK DISCHARGES 
FUTURE CONDITIONS 
UNRESTRICTED FLOW 
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